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Message Text 


E.O. 11652: N/A 
TAGS: BEXP, GR 

SUBJ: FOREIGN GOVERNMENT TENDER-DISCONNECTING SWITCHES 


1 . ATHENS 4893 

2. 484/01/T0131 

3. 06/20/78 

4. PUBLIC POWER CORPORATION (PPC) HAS ISSUED SUPPLEMENT NO. 1 
TO ITS INQUIRY NO. 118002. THIS SUPPLEMENT READS AS FOLLOWS: 

QUOTE. ALL OFFERS MUST. UNQUESTIONABLY, BE ACCOMPANIED BY 
OFFICIAL TEST CERTIFICATES FROM WHICH IT CAN POSITIVELY BE 
DETERMINED THAT THE EQUIPMENT IS ABLE TO MEET ALL ELECTRICAL 
AND MECHANICAL CHARACTERISTICS CITED IN THE SPECIFICATION. 

THE TEST CERTIFICATES SHALL COVER TESTS PERFORMED ON THE FINISHED 
PRODUCT MANUFACTURED OR ASSEMBLED AT THE PLANT THAT WILL 
SUPPLY THE DISCONNECTING SWITCHES DIRECTLY TO PPC. TEST 
CERTIFICATES IN THE NAME OF FIRMS GIVING TECHNICAL 
ASSISTANCE OR LICENSE TO THE PLANT THAT WILL SUPPLY THE 
DISC. SWITCHES DIRECTLY TO PPC SHALL NOT BE SUBMITTED 
AS EVIDENCE OF THE SUITABILITY OF THE DISCONNECTING 
SWTCHES BUILT BY THE SUPPLIER TO MEET THE REQUIREMTNS 
OF THE SPECIFICATION. UNQUOTE. 

ALL OTHER TERMS AND CONDITIONS REMAIN UNCHANGED. 
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